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UNCLASSIFIED 

PAGE 01 MANILA 00592 120817Z 
ACTION SY-05 

INFO OCT-01 EA-12 ISO-OO /018W 

126386 120824Z/13 

R 120342Z JAN 78 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 239 
INFO AMCONGEN HONGKONG 

UNCLAS MANILA 0592 


Message Text 


WASH FOR A/SY/T, HONG KONG FOR OIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: CCTV EQUIPMENT, UPDATED INSTALLATION 

1 . TSO MANILA REQUIRES STANDARD FOCAL LENGTH CCTV 
LENS WITH REMOTE IRIS CONTROL. THIS LENS WILL 
REPLACE CBMZ LENS WHICH HAS BEEN TEMPORARILY INSTALLED 
IN ORDER TO REMOTE CONTROL CAMERA LENS IRIS. 


2. PLEASE POUCH ONE EACH 12.5 MM AND 25 MM. CCTV 
LENS WITH REMOTE IRIS TO TSO MANILA. ADVISE IF DELAY 
IS EXPECTED. 
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